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Message Text 


UNCLASSIFIED 

PAGE 01 PORT M 00799 100525Z 
11 

ACTION EA-09 

INFO OCT-01 ISO-OO EB-07 /017 W 

066592 

R 090550Z AUG 76 
FM AMEMBASSY PORT MORESBY 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 1689 

UNCLAS PORT MORESBY 0799 

E.O. 11652: NA 
TAGS: BEXP, PP 

SUB J : PURCHASE OF RECONDITIONED DETROIT OR GENERAL MOTORS 
MARINE DIESEL ENGINES 

1 . EMBASSY HAS RECEIVED LETTER FROM NEW IRELAND AREA 
AUTHORITY ASKING ABOUT RECONDITIONED MARINE DIESELS OF 
ENGINE SIZE 10 SHP, 20 SHP, 40 SHP AND 75 SHP CLASS. 

2. IF USDOC COULD NOTIFY APPROPRIATE FIRMS OF THIS TRADE 
OP. IT WOULD BE APPRECIATED. THE AUTHORITY IS 
INTERESTED IN CIF PRICES KAVIENG, NEW IRELAND PRICES 

OR LAE, MOROBE PROVINCE (LAE IS SERVICED BY PFEL) COSTS. 

3. DEALERS MAY CONTACT EXECUTIVE OFFICER, J. BRADBURY, 

P.O. BOX 130, KAVIENG, NEW IRELAND PROVINCE, PAPUA NEW 
GUINEA. 

OLMSTED 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 09 AUG 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976PORTM00799 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760306-1326 
From: PORT MORESBY 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760872/aaaackpc.tel 

Line Count: 43 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 27 FEB 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <27 FEB 2004 by ReddocGW>; APPROVED <19 JAN 2005 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PURCHASE OF RECONDITIONED DETROIT OR GENERAL MOTORS MARINE DIESEL ENGINES 
TAGS: BEXP, PP 
To: COM 
Type: TE 
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